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X, At the x reject ileview Committee abating on 26 May 195k# 
at which time the FI program for Fiscal Tear 1955j»^sconsid®red, 
the Chairman (General Gabel 1) directed that the 25X9 

positions required for subject project be converted to temporary 
voucher staff positions for the duration of the project (approxi- 
mately 3 years). It is not believed that any subsequent action 
has been taken to implement General Cabell’s decision. I a% 
therefore, asking the Comptroller to take such action as may be 
necessa ry to trans fer immediately the payment of personnel on 
ProjectH^|H^H from trnvo none red to vouehered funds# 

2. It is requested that the DD/F make ceiling adjustments 
within the B D/F Area to provide the increase in coiling to HI that 
ia necessary to cany out the responsibilities arising out of this 
project. The opportunities for such an adjustment is indicated in 
the monthly Personnel Statistical Review for 30 Septembei^95k # 
which indicated the on-duty stren gth of overall W/f as vacan- 25/ 

ciss under authorised ceiling andj^^^FX vacancies under authorised 25, 

ceiling* 
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L* K. fHITS 
Deputy Director 
(Administration) 


DD/p (MS*HBH|law(mgd) 

28 October 195k 
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